752 electric mine lamps. 


PIONEER ELECTRIC MINE LAMP CO. 


PIONEER ELECTRIC MINE LAMP CO. 

Originators of the Miners Electric Cap Lamp 

2545 N. Broad Street, Philadelphia, Pa. 

Manufacturers 

Pioneer Electric Safety Lamps 


Approved by U. S. Bureau of Mines 


Under Schedule 6A 



PATENTED 


Twelve Hours Bright Light. 

Non-Spilling Storage Battery. 

Light Weight. 

Strong, Rugged and Fool Proof. 

Strongest and Most Powerful Portable Storage 
Battery. 

Guaranteed. 

Maintained at Little Cost. 


Every lamp 
outfit bears 
this approval 
plate of the U. 
S. Bureau of 
Mines, issued 
for safety and 
for practicabil¬ 
ity and effi¬ 
ciency in gen¬ 
eral service. 


PERMISSIBLE 
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Pioneer E.ec’rc M L* rj C 


Successful Safety—Buy It for Your Men in 
Pioneer Lamps 

The leading authorities join us placing their 
stamp of approval on the Pioneer Permissible Mine 
Safety Lamp. For a great number of reasons. 
Some of which are: 

That the Pioneer lamp gives 50 to 60% more 
light than ordinary lamps. 

That it has a long-lived bulb—guaranteed for 
300 running hours. 

That it is built to withstand the severest sort 
of abuse—which it is quite liable to be subjected to. 

And its battery is not only light and not sub¬ 
ject to buckling—but is amply protected by a 
heavy cast aluminum case. Then the battery may 
be charged over night—at a very slight expense. 

And finally the cost of operating Pioneer lamps 
has proved to be less than carbide or even oil lamps. 

We want you to know more about Pioneer 
Lamps—write us for prices, etc. 

Patents 

March 13, 1906; March 11, 1913; October 14, 
1913; May 19, 1914; May 19j 1914; December 15, 
1914. Other patents pending. 

Pioneer Electric Safety Hand Lantern for Watch¬ 
men, Etc. 



“Approved by the National Board of Fire 
Underwriters.” 

Storage battery easily recharged. 
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